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1242 - North Jersey Chain 


From: 1242 - North Jersey Chain 

To: 1310-Philadelphia ROU 

Subject: Hess (0353-02-00) Station #38202 

Date: Mon, Aug 7,1895 1:14PM 


To: R. L. VanSickle 

Re: Hess Station #38202 

Dear Bob: 


Hess headquarters Informed me - RJR rep dropped off a DORAL suction eup display to at least one of their 
Marketing reps gas station locations in PA.. The rack is 3 tiers and holds approx. 24 packs. 

The agreed display is 2 tiers - only. The 3 tier will have to be replaced. 


Hess Station #38202 1332/08 Acct. 126860 

1518 S. 14th St. 

Allentown, PA 18103 
610-797-8307 

Your assistance with this chain is appreciated. 


Jim 

J. T. Jones 
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